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VA  22202-4302.  Respondents  should  be  aware  that  notwithstanding  any  other  provision  of  law,  no  person  shall  be  subject  to  a  penalty  for  failing  to  comply  with  a  collection  of  information  if  it 
does  not  display  a  currently  valid  OMB  control  number. 
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MODERN  (MOBILE)  MILITARY 


Batteries  power  thousands  of  devices  for  soldier 
activity  and  across  installations. 

. . .  Field  communication  equip,  (radios,  laptops) 

. . .  Night  vision  goggles  &  flashlights 
. . .  GPS  units 

. . .  Secondary  power  units 


3  Day  mission  in  Afghanistan  -  20-35  lbs  of  up  to  7  different  types  of  batteries*. 


Although  the  individual  devices  may  vary,  each  military  branch  uses  a 
significant  amount  of  batteries  in  their  every  day  operations! 


*  Army,  Marines  Face  Uphill  Battle  To  Lighten  Troops'  Battery  Load  ,  May  2011;  By  Sandra  I.  Erwin 


BATTERY  DISPOSAL 


call(2)recycle 


Battery  disposal  for  the  military 
can  be  . . . 

. . .  Expensive 
. . .  Complicated 

. . .  "Unclear"  -  Final  Disposition 


NAVFAC  SW 


BATTERIES  everywhere! 


Cost  of  $1. 50/lb  for  disposal  as  UW. 


Can  we  be  "GREENER"?!?!? 


call(2;recycle 


One  of  ten  facilities  engineering 
commands  (FECs)  in  NAVFAC 
(over  3,400  Federal  employees)  & 
responsible  for  public  works, 
planning,  engineering/design, 
construction,  real  estate, 
environmental  services,  and 
acquisition  /  disposal  of  facilities 
and  real  estate  in  a  six  state  area. 


call®  recycle 


STEP  1  -  ESTABLISH  GOAL  AND  APPROACH 


GOAL: 

Implement  a  fiscally  responsible 
and  environmentally  sound 
recycling  program  to  divert 
rechargeable  batteries  from  the 
Universal  Waste  stream  for  the 
entire  CNRSW  footprint. 

APPROACH: 

Domino  Theory  . . .  The  FECs  are 
uniquely  positioned  to  promote  the 
Navy's  participation  region-wide. 


STEP  2  -  SERVICE  VENDOR 


What  are  others  doing  -  why 
"reinvent  the  wheel"!?!? 


More  than  a  Vendor,  find  a 
PARTNER! 


Recycle  your  old 
rechargeable  batteries 
and  cell  phones. 


call<2)recycle 


Recharging  the  planet.  Recycling  your  batteries. 


call2recycle.org 


The  Pentagon  supports  green  business  practices  and  sustainability  through 
its  partnership  with  Call2Recycle\  a  free  and  easy  battery  and  cell  phone 
recycling  program.  Drop  off  your  used  rechargeable  batteries  and  old  cell 
phones  at  any  one  of  these  locations: 


RECYCLE  TOQW. 
TOMORROW  DEPENDS  ONIT. 


Room  2E1 040  Room  5E320  Room5E330A 

Pentagon  Building  Pentagon  Safety  Office  Pentagon  Environmental 

Manager's  Office  Office 


CALL2RECYCLE® 


Non  profit  organization  of 
manufacturers  -  no  competitive 
sourcing  issues. 


Program  is  simple  -  collect  and 
recycle  your  rechargeable  batteries 
at  no  cost...  NO  SHIPPING  OR 
PROCESSING  COSTS  in  CONUS. 


caH®recyde 
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STEP  3:  DUE  DILIGENCE 


Certifications 
Audits  /  Insurance 
Legal  Counsel 


e ‘Stewards 


Tminwn  itMMmittRMU 


STEP 4 -THE "BUY  IN" 


Within  2  hours  NAVFAC 
footprint  in  Metro  San 
Diego  was  on  board! 


All  hands  on  Deck  Meeting 
What  a  BRILLIANT  Idea! 


call®  recycle 


STEP  5  -  IMPLEMENTATION  &  TRAINING 


Where  do  you  collect? 

Haz  Waste  Facility/90  Day  Site  or  TSDF  or  individual 
Units/Offices  ...  All  NAVFAC  SW  installations  are 
handling  through  HW  or  TSDF. 

How  do  you  collect? 

"Milk  Runs"  vs.  Units  Drop  Off 

How  are  you  shipping? 

Collection  Boxes  -  NAS  Fallon,  NV 

Bulk  Shipping  -  NB  San  Diego,  CA 


call(2}recycle 


STEP  5  -  IMPLEMENTATION  &  TRAINING 


Vendor  Capabilities 

Safety  &  Comp.  Manager 

Handouts 

Reports 


Internal  Capabilities 
SOP's 

Tech  Training 


5  SIMPLE  STEPS  caiSracyde 


FOR  SAFE  RECHARGEABLE  BATTERY 
AND  CELL  PHONE  RECYCLING 

Step  I 

DISPLAY  ytuOmqdi'aMirlniiiiraMnlU 

•MKUW  W.rvl  no*  trank7  CM  1  tT7  T7i  12$/  or  tnal 
oxwnmywricHkMC'wcydi  or)  t  nmw  four  t»w 

Step  2 

INSERT  w  MOwy  «  cm  pM  wo  * prenM  teg  h* 

M&na  OH  <  ns  Mg  «  mMMi  Ope  tad«Y  tomrah  Mn 
*dnc*«dffinM>tapt 
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Step  3 

PLACE  rw  Mg  w  bMMi  bord  I 
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step  4 

DOUBLE  CHECK 

ttoturie  tvboa 

Clan  t  dMffli  ton  (H  ttpt  UwU  *jm  a  ntw  a**  I 
-  (nry  batloy  or  p*uw  mat  lx  n  ■  Mg  tot  tapedl 


StepS 
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Recharging  tlw  planet  Recycling  your  batteries." 


Battery  Recycling  Guide 


calK&recycle 


I  MMX  Hydride j 


Nickel  Metal  Hydride  (NHMH)  penonms  wei  in  txgn  dram 
devices  and  can  be  recharged  up  to  1,000  imes  before  It 
-  .  •• 

Mi-MH  batlenes  car  typicaly  0e  tound  in  cordless  power 
tools,  digital  cameras,  two-way  radios  and  cordless  prone 


Nickel  Cadmim  (Ni-Cd)  nas  a  long  sneff  ire  and  is 
considered  one  of  me  mo6t  rugged  and  duraoie  recnargeawe 
Dattene6  it  can  oe  recnarged  up  to  1.000  tmes  oercre  it 
needs  to  Pe  recycled. 


N-Cd  can  typicaly  oe  tound  n  cordess  power  tools,  digits 
cameras,  two-way  radios  and  cordess  pnenee 


Small  Sealed  Lead  Add  (SStAPP)  banenes  are  simple  to 
manufacture  and  nave  one  of  me  lowest  docnatge  races  of 
any  recharge  aft  e  battery 

SSLAPb  can  typicaly  be  found  n  emergency  devices, 
emergency  exit  signs,  security  systems,  mobiity  scooters  and 
UPS  bact-ups. 


Utnium  Ion  (LHon)  is  a  smaier.  igtner  battery  technology  tnac 
can  bold  its  cnarge  tor  long  periods  of  t  me. 


Lt-lon  can  typically  be  found  in  ceil  phones.  a  props,  two-way 
raaos,  ana  cordless  power  toots. 


STEP  6  -  MAINTENANCE 


Track  activity. 


Constantly  evolving. 


calkz)recvcle 


call@recyde 


Recharging  Hie  planet.  Recycling  your  batteries, 
Site  Summary  Report 


Naval  Base  Coronado-North  Island 

&y[2RH*de  ID::  13K® 

Enrc.fr:  Number  D2,  2C-1C 

Batteries  f  Cell  Phones  Collected  From  NltfOII  Td  srai/ann 


Star*  00:  EPA  ID  CA71 7DHQC1  3 
HW  FaDlPy  Rfrad  Rd  B-1M3 
Safi  DIsqo,  CA  321 3fi 


Fully  Charged! 

You  Last  Sent  a  Box  to  Cam  Recycle 
On  March  9. 2011. 

[43  Daye  Ago) 

For  the  Reporting  Period  You  Have: 
Sant  In  &  Boxes. 

Collected  a  Total  of  3.550  libs 
Returned  0  Call  Phones 

Fully  lmb^ri  ■  tin  nm  •tefOci’  v*n  Z wkrtn  i  mcftr* 

Tim  To  I^»lt  jiub  -  Vtu  IMt  fttyoad  nkti  CiCRfeiyiSr  £  mbHM 

md  i  fiiM  *^r'. 

Uiajnwd  -  VfcU  I  ME  icty.lod  wtf  ITtOflt  nth  1  f&M 


3  Year  Trend 
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CHALLENGES 


Communicating  the  message 
how  do  you  effectively  gain 
support  for  the  program  (the 
"change"  factor)? 

On-going  training  for  multiple 
POC's  throughout  installation 

Every  battery  not  created 
equal  -  only  rechargeable 
batteries. 


call'2}recycle 


SUMMARY 


Battery  RECYCLING  for  NAVFAC  SW  is  . . . 


. . .  FREE  —  Estimated  savings  for  METRO  SAN 
DIEGO  is  $87Kthis  FY. 

. . .  SIMPLE  -  Easily  integrated  into  existing 
collection  efforts. 

. . .  TRANSPARENT  -  Full  compliance  with 
legal  requirements  in  the  State  of  California  & 
improves  sustainability  posture  for  CNRSW. 


QUESTIONS 


Harvey  Stewart 
HW  Program  Manager 
NAVFAC  SW 
619-532-3840/DSN  522 
Harve.stewart@navv.mil 

Todd  Ellis 

Account  Manager,  Military  (Booth  #710) 

Call2Recycle® 

678-218-1086 

tellis(a)call2recvcle.org 


